
SUBJECT: SYSTEM DESIGN FREEZE 

25X1 JUNE 15, 1962 IS THE DATE ESTABLISHED BY | | FOR DESIGN 

FREEZE ON CORONA L PROGRAM. ANY CHANGES TO THE SYSTEM THAT 


RELATE TO INTERFACE, CONFIGURATION OR SYSTEMS PERFORMANCE SHALL 
BE PROCESSED BY TECHNICAL DIRECTIVE AFTER THIS DATE. 
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